


Bule Nile National Institute For Communicable Diseases 
i (BNNICD) 
Virology Laboratory 
RT-PCR COVID-19 
Nasopharyngeal swab 


2021-08-26 


25-Aug-2021 9:15 am 26-Aug-2021 8:05am 


Date of Sample Date of Result 





Testing Method: 
Detection of SARS-CoV2 Viral RNA by Real Time Polymerase Chain Reaction (RT-PCR). 


IMPORTANT NOTICE: 


#Negative result indicates that SARS-Cov2-Virus is NOT present in specimen above the limit of 
Detection. | 


#Negative results may not always rule out current or future infection,Please correlate with clinica! 
findings and repeat if necessary . 


#P ositive result indicates that the RNA from SARS-CoV2 was detected and patient is infected. 





Dr. Asad Adam Abbas Laboratory Team 
Consultant of Clinical Pathology 
Dean of BNNICD Amna Boshara 
Signatures... eaten Signature T czs 
08\26\2021 AM 08:05:43 
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Bule Nile National Institute For Communicable Diseases 
(BNNICD) 
Virology Laboratory 
RT-PCR COVID-19 
Nasopharyngeal swab 


2021-08-26 





Date of Sample Date of Result 


25-Aug-2021 9:11 am 26-Aug-2021 8:34am 
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Testing Method: 
Detection of SARS-CoV2 Viral RNA by Real Time Polymerase Chain Reaction (RT-PCR). 


IMPORTANT NOTICE: 


#Negative result indicates that SARS-Cov2-Virus is NOT present in specimen above the limit of 
Detection. | 


#Negative results may not always rule out current or future infection,Please correlate with clinical 
findings and repeat if necessary . 


#P ositive result indicates that the RNA from SARS-CoV2 was detected and patient is infected. 





Dr. Asad Adam Abbas Laboratory Team 
Consultant of Clinical Pathology 
Dean of BNNICD Amna Boshara 
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Bule Nile National Institute For Communicable Diseases 
(BNNICD) 
Virology Laboratory 
RT-PCR COVID-19 
Nasopharyngeal swab 


2021-08-26 


Date of Sample Date of Result 


25-Aug-2021 9:22am _ | 26-Aug-2021 8:17 am 





Testing Method: 
Detection of SARS-CoV2 Viral RNA by Real Time Polymerase Chain Reaction (RT-PCR). 


IMPORTANT NOTICE: 


#Negative result indicates that SARS-Cov2-Virus is NOT present in specimen above the limit of 
Detection. . 


#Negative results may not always rule out current or future infection,Please correlate with clinica! 
findings and repeat if necessary . 


#P ositive result indicates that the RNA from SARS-CoV2 was detected and patient is infected. 


Dr. Asad Adam Abbas Laboratory Team 
Consultant of Clinical Pathology 
Dean of BNNICD Amna Boshara 
Signature:.....cc spn ly, ee 
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Bule Nile National Institute For Communicable Diseases 
(BNNICD) 
Virology Laboratory 
RT-PCR COVID-19 
Nasopharyngeal swab 


S 2021-08-27 


26-Aug-2021 9:22 am 27-Aug-2021 8:17 am 


Date of Sample Date of Result 





Testing Method: 
Detection of SARS-CoV2 Viral RNA by Real Time Polymerase Chain Reaction (RT-PCR). 


IMPORTANT NOTICE: 


#Negative result indicates that SARS-Cov2-Virus is NOT present in specimen above the limit of 
Detection. 


#Negative results may not always rule out current or future infection,Please correlate with clinica! 
findings and repeat if necessary . 


#P ositive result indicates that the RNA from SARS-CoV2 was detected and patient is infected. 


Dr. Asad Adam Abbas Laboratory Team 
Consultant of Clinical Pathology 
Dean of BNNICD Amna Boshara 
Signature: arnan AA Signature:............................ 
08\27\2021 AM 08;17:39 
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Bule Nile National Institute For Communicable Diseases 
(BNNICD) 
Virology Laboratory 
RT-PCR COVID-19 
Nasopharyngeal swab 


2021-08-27 


Date of Sample Date of Result 


26-Aug-2021 9:18am  |27-Aug-2021 8:05am 
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Testing Method: 
Detection of SARS-CoV2 Viral RNA by Real Time Polymerase Chain Reaction (RT-PCR). 


IMPORTANT NOTICE: 


#Negative result indicates that SARS-Cov2-Virus is NOT present in specimen above the limit of 
Detection. | 


#Negative results may not always rule out current or future infection,Please correlate with clinica! 
findings and repeat if necessary . 


#P ositive result indicates that the RNA from SARS-CoV2 was detected and patient is infected. 





Dr. Asad Adam Abbas Laboratory Team 
Consultant of Clinical Pathology 
Dean of BNNICD Amna Boshara 
Signature:....../ 2 neers. eS go ay s 
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